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HEALTH & SAFETY DATA SHEET 


PRODUCT name: ND-20 code no. 8 

HAZARD LABEL REQUIREMENTS: 
IRRITANT 


GENERAL HAZARDS 
Irritating to eyes and skin 


PRECAUTIONS IN STORAGE, HANDLING & USE: 
Keep container tightly closed 
Avoid contact with skin and eyes 

Wear suitable gloves 

PRODUCT DESCRIPTION 

A clear non ionic detergent and solubiliser containing Sodium Metasilicate 
used for removing stains from Vending Machines 


FIRE: NON-FLAMMABLE 

FIRST AID ADVICE: 

Wash out mouth thoroughly and give water to drink, 
INGESTION DO NOT INDUCE VOMITING. 

OBTAIN MEDICAL ATTENTION. 

Remove from exposure, rest and keep warm. 
INHALATION In severe cases or if exposure has been great, 
OBTAIN MEDICAL ATTENTION. 

Irrigate thoroughly with water for at least 10 mins. 
EYE CONTACT OBTAIN MEDICAL ATTENTION. 

Drench skin with plenty of water. Remove contaminated 
SKIN CONTACT clothing and wash before re-use. 

Unless contact has been sUght, 

OBTAIN MEDICAL ATTENTION. 

PERSONAL PROTECTION: 

Wear Rubber or Neoprene gloves when handling this liquid. 
Avoid contact with skin, wash off splashes with soap and water. 


SPILLAGE, DISPOSAL & WASTE: 

Disposal of small spillage's only. For large spillage's, liquids should be contained 
using sand or earth and both liquids and solids then transferred to salvage 
Containers. 

Any residues should be treated as for small spillage's. 

Absorb on inert absorbent, transfer to container and arrange removal by 

Disposals company. Wash site of spillage thoroughly with water and detergent. 
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